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AN EASILY MADE DOOR HUSHER 

By MABEL E. LAMBERSON, R.N. 
Levriston, Maine 

I may not be suggesting anything new, but as I have seen no 
description of our door husher in the Jouhnal, I wish to tell how, in 
our hospital, we lessened some of the noise that is so annoying to 
everyone. 

We took a strip of canvas, 11 inches long and 7 inches wide, and 
folded it twice, making a pad of three thicknesses, 7 inches long and 
3$ inches wide, after the seams are taken in. We stitched it as is ia^.- 
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DOOR WITH HUSHER APPLIED 



cated by the dotted lines on the diagram. Two pieces of linen tape, 
each 12 inches long, were stitched across the ends of the pad. 

The husher is put over the edge of the door and the tapes are tied 
around the knobs. It has proved very satisfactory, it has eliminated 
the noise of slamming doors, and has lessened the expense of gauze and 
gauze bandages which had been used. 

For this husher I would suggest that white canvas and white tape 
be used, as both launder nicely. 
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